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UNITED STATES OF AMERICA 

FEDERAL TRADE COMMISSION 

WASHINGTON, D.C. 20580 


October 28, 1993 


Ms. Clare C. Purcell 
Manager, Legal Issues 
Philip Morris Management Corp. 

P.O. Box 26583 “ 

Richmond, Virginia 23261-6583 

Dear Ms. Purcell: 

Thank you for advising us of the two typographical errors in 
the 1993 FTC Report on the Tar, Nicotine, and Carbon Monoxide of 
the Smoke of 568 Varieties of Domestic Cigarettes. The revised 
nicotine level for Bucks King F SP is 1.0, and the nicotine level 
for Genco King NF SP is 1.6. I am enclosing a complete copy of 
the revised report for your information. Thank you again for 
your assistance. 

Sincerely, 
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Phillip S. Priesman 
Attorney 
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